To:  Milbeck,  Regina[Milbeck. Regina@epa.gov] 

From:  Pheeny,  Michael 

Sent:  Thur  8/20/201 5 8:28:06  PM 

Subject:  RE:  Gold  King  Mine 

You’re  welcome  - let  me  know  if  you  need  anything  else  - Weston  is  providing  daily 
chronologies 


MICHAEL  PHEENY 
Contracting  Officer 
214-665-2798 


From:  Milbeck,  Regina 

Sent:  Thursday,  August  20,  2015  3:26  PM 

To:  Pheeny,  Michael;  Williams,  Latrice;  Hill,  Troy 

Cc:  Stanley,  Cora 

Subject:  RE:  Gold  King  Mine 


Thanks  Mike. 


Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.reQina@epa.gov 

Office  of  the  Regional  Comptrol  ler 
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From:  Pheeny,  Michael 

Sent:  Thursday,  August  20,  2015  2:37  PM 

To:  Milbeck,  Regina;  Williams,  Lattice;  Hill,  Troy 

Cc:  Stanley,  Cora 

Subject:  RE:  Gold  King  Mine 


Initially  the  incident  involved  surface  water  sample  collection  along  the  Animas  and  San  Juan 
Rivers.  The  taskings  increased  quickly  to  include  sediment  sampling  at  these  same  river 
locations  followed  by  several  other  sampling  tasks.  The  additional  sampling  included  - 

•□□□□□□□□  Residential  groundwater  well  locations  along  the  rivers, 

•□□□□□□□□  Irrigation  channels  used  for  agricultural  and  livestock  water  supply,  and 

•□□□□□□□□  Public  water  supply  system, 

Sampling  of  water  basins  associated  with  the  public  water  systems  is  being  considered 


The  START  personnel  has  significantly  increased  from  21  last  week  to  48  as  of  today 


Additionally  START  small  business  was  call  out  yesterday  due  to  the  increase  scope  with 
initially  12  personnel,  likely  to  increase  to  16. 


AND  NO  STOP  WORK  ISSUED 


MICHAEL  PHEENY 
Contracting  Officer 
214-665-2798 
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From:  Milbeck,  Regina 

Sent:  Thursday,  August  20,  2015  2:30  PM 

To:  Williams,  Lattice;  Hill,  Troy 

Cc:  Pheeny,  Michael;  Stanley,  Cora 

Subject:  RE:  Gold  King  Mine 


Thank  you  so  much  Lattice  for  the  update! 

Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.  reqina@epa.  gov 

Office  of  the  Regional  Comptroller 


From:  Williams,  Lattice 
Sent:  Thursday,  August  20,  2015  2:24  PM 
To:  Milbeck,  Regina;  Hill,  Troy 
Cc:  Pheeny,  Michael;  Stanley,  Cora 
Subject:  FW:  Gold  King  Mine 


Regina  and  Troy: 
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Please  read  Mike’s  response  below  regarding  the  subject  site. 


In  regards  to  the  ERRS  contracts,  my  contractor  is  still  performing  removal  activities  related  to 
the  Gold  King  Mine  spill  in  Region  6. 1 haven’t  issued  a stop  work  order  because  I’m  waiting  for 
Region  6 Superfund  Division  to  issue  a directive  to  cease  specific  operations. 

Best  regards, 

Latrice  Williams 
Contracting  Officer 

Environmental  Protection  Agency 
Procurement  Section 
1445  Ross  Avenue,  Suite  1200 
Dallas,  Texas  75202 
Office  No.:  (214)665-6516 
E-mail:  williams.latrice@epa.gov 


From:  Pheeny,  Michael 

Sent:  Thursday,  August  20,  2015  2:16  PM 

To:  Williams,  Latrice 

Cc:  LaBombard,  Will 

Subject:  RE:  Gold  King  Mine 
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Not  a mining  activity  for  R6  -it  is  a mining  site  in  R8  - no  stop  work  issued 


MICHAEL  PHEENY 
Contracting  Officer 
214-665-2798 


From:  Williams,  Latrice 
Sent:  Thursday,  August  20,  2015  2:1 1 PM 
To:  Pheeny,  Michael 
Subject:  Gold  King  Mine 

Importance:  High 


Mike, 


Regina  and  Troy  would  like  to  know  the  status  of  Gold  King  Mine  Site  activities  under  the 
START  contract.  Have  you  issued  a stop  work  order?  Is  the  START  contractor  still  working  at 
the  site? 


Best  regards, 

Latrice  Williams 
Contracting  Officer 

Environmental  Protection  Agency 
Procurement  Section 
1445  Ross  Avenue,  Suite  1200 
Dallas,  Texas  75202 
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Office  No.:  (214)665-6516 
E-mail:  williams.latrice@epa.gov 
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